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Message Text 

UNCLASSIFIED 

PAGE 01 IAEA V 01895 10I456Z 
ACTION 10-13 

INFO OCT-OI ISO-00 OES-06 EB-08 /028 W 

IIOIIOZ 106586/73 

R 101434ZMAR 77 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 8775 
INFO USERDA HQ WASHDC 
USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 1895 

DEPT PASS lO/SCT 

EO 11652: NA 

TAGS: IAEA, EAID, TECH, US 

SUBJECT: U.S. EQUIPMENT GRANTS EOR 1977 

REE: (A) AMMONS/CONGDON TWX 012121Z DEC 76 (B) 76 IAEA 
VIENNA 9635 

1 . AGENCY ANSWERS COMMENT REF A REGARDING LACK OF DETAIL 

IN JORDAN HYDROLOGY PROJECT RECOMMENDED FOR 1977 EQUIPMENT 
GRANT, REF B, BY AYING THAT THE EQUIPMENT IN MIND FOR THE 
PROJECT IS STANDARD FOR PROJECTS OE THIS TYPE. THE BULK 
OF THE ESTIMATED DOES 80,000 EQUIPMENT EOR THE PROJECT IS 
COST OE A MASS SPECTROMETER OE DOES 50,000 ESTIMATED COST. 

COPY OF PROJECT PROPOSAL BEING POUCHED TO AMMONS. 

2. REGARDING PROPOSED ACQUISTION OE USED EQUIPMENT FOR 
THAILAND ISOTOPES IN AGRICULTURAL PROJECT, REE B, PARA 3, 

AGENCY SAYS PROPOSAL WAS INTENDED AS A COST REDUCING MEASURE 
AND NOTHING MORE. NEW EQUIPMENT WOULD ALSO BE WELCOME. 

AGENCY ESTIMATES COST OF NEW EQUIPMENT AT DOES 57,000. STONE 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 
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